AMENDMENT NO. 1 SEPTEMBER 2015 
TO 
IS 3025 (PART 60) : 2008 METHODS OF SAMPLING AND 
TEST (PHYSICAL AND CHEMICAL) FOR 
WATER AND WASTEWATER 


PART 60 FLUORIDE 
(First Revision) 


(Page 2, clause 5.5.2, lines 3 and 4) — Substitute ‘Dilute 100 ml of the 
solution to 1 000 ml’ for ‘Dilute 1 000 ml of the solution to 1 000 ml’. 
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